NONDOCKETED ITEMS    275

-0203260089 Forwards 710218 Itr to util enclosing environ matl & request for info con-
cerning water quality certification.
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/02/18. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:053-61215:053.

-9203260100 Forwards 710318 Itr to util as change 6 to license DPR-16.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/03/20. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:054-61215:054.

-9203260102 Forwards util 710317 Itr advising that MSIVs at plant were tested for leak-
age on 710216.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/03/22. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:055-61215:056.

-9203260108 Notifies of 710526 Oyster Creek Subcommittee meeting to review appli-
cation to increase max power level from 1,690 to 1,930 MWtTentative schedule
listed.

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/05/19.
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 3pp.
61215:057-61215:059.

-9203260111 Forwards category B repts re util 710520 Itr on reliability of diesel
generators.No ACRS action required.

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/06/04.
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp.
61215:060-61215:061.

-9203260113 Forwards util 710520 Itr clarifying misunderstanding concerning reliability
of plant onsite emergency diesel generators.
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/05/26. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 3pp. 61215:062-61215:064.

-9203260126 Forwards category B repts re util 710517 Itr concerning failure of time
delay relay in isolation condenser sys.No ACRS action required.
MCKINLEY.J.C. ACRS - Advisory Committee on  Reactor Safeguards.  71/06/15.
STRATTON.W.R.   ACRS   -   Advisory   Committee   on   Reactor   Safeguards.   2pp.
61215:065-61215:066.

-9203260128 Forwards util 710517 Itr reporting failure of time delay relay discovered
during recent surveillance test.
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/06/09. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:067-61215:067.

-9203260134 Forwards category B repts re util 710614 Itr transmitting summary techni-
cal rept on primary containment leak rate test info. No ACRS action warranted.
MCKINLEY.J.C. ACRS  - Advisory Committee on Reactor Safeguards.  71/07/07.
STRATTON.W.R.   ACRS   -   Advisory   Committee   on   Reactor   Safeguards.   3pp.
61215:068-61215:070.

-9203260135 Forwards util Itr transmitting summary technical rept re primary contain-
ment leakage rate test conducted Oct 1970.
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/06/18. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:071-61215:071.

-9203260138 Forwards util 710614 Itr reporting failure of containment spry sys high
drywell pressure sensor IP 15 A to reset after being tripped for surveillance testing.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/06/18. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:072-61215:072.

-9203260144 Forwards 710615 Itr from util reporting details on collapse of package
boiler flue at plant.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/06/21. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:073-61215:073.

-9203260159 Forwards util 810625 Itr reporting results of preliminary investigation of
water hammer condition in core spray sys at plant.

MORRIS.P.A. ACRS - Advisory Committee on Reactor Safeguards. 71/06/29.
BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 1p. 61215:074-
61215:074.

-9203260161 Forwards util 710625 Itr transmitting operational QA program summary
description for plant.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/06/29. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1 p. 61215:075-61215:075.

-9203260164 Forwards category B repts re util 710721 Itr & AEC 710722 on several
failures observed during surveillance testing. No ACRS action required.
MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/08/17.
STRATTON.W.R.. SIESS.C.P. ACRS - Advisory Committee on Reactor Safeguards.
2pp. 61215:076-61215:077.

-9203260167 Forwards util 710721 Itr reporting several failures observed during surveil-
lance testing at plant.

MORRIS.PA ACRS - Advisory Committee on Reactor Safeguards. 71/07/26.
BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 1p. 61215:078-
61215:078.

-9203260169 Forwards 710722 Itr to util re adoption of interim acceptance criteria for
performance of ECCS in light water nuclear power plants.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/07/23. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:079-61215:079.

-9203260171 Forwards category B rept re util 710825 Itr concerning change 1 covering
failure to recycle liquid releases to max extent practical.No ACRS action required.
MCKINLEY.J.C, ACRS - Advisory Committee on Reactor Safeguards. 71/09/27.
STRATTON.W.R., SIESS.C.P. ACRS - Advisory Committee on Reactor Safeguards.
3pp. 61215:080-61215:082.

-9203260172 Forwards util 710903 Itr transmitting amend 67 to plant.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/09/13. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards, ip. 61215:083-61215:083.

-9203260175 Forwards util 710909 Itr transmitting change request 1 for plant.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/09/13. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1 p. 61215:084-61215:084.

-9203260177 Forwards 710909 Itr reporting several surveillance testing failures ob-
served at plant.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/09/13. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:085-61215:085.

-9203260219 Forwards category B rept re util 710913 Itr on effects of fuel loading
errors & reload fuel on ECCS calculations.No ACRS action appears warranted.
MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/09/27.
STRATTON.W.R., SIESS.C.P. ACRS - Advisory Committee on Reactor Safeguards.
2pp. 61215:086-61215:087.

-9203260221 Forwards util 710913 Itr transmitting suppl 1 to plant.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/09/23. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:088-61215:091.

-9203260227 Forwards category B rept re util 710922.28 & 1006 Itrs re plant.No ACRS
action warranted.

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/10/18.
STRATTON.W.R.. SIESS.C.P. ACRS - Advisory Committee on Reactor Safeguards.
2pp. 61215:092-61215:093.

-9203260231 Forwards util 710922 Itr transmitting semi-annual rept 4 for Jan-June
1971.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/09/29. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:094-61215:094.

-9203260234 Forwards 710922 Itr to util re partial refueling of plant.
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/27. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:095-61215:095.

-9203260237 Forwards util 710928 Itr transmitting change request 8 to TS of license
DPR-16.
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71 /09/30. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:096-61215:096.

-9203260238 Forwards 711006 Itr to util consisting of change 8 to OL DPR-16 for
plant
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/10/08. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:097-61215:097.

-9203260241 Forwards util 711006 Itr transmitting suppl 2 to change request 1 for
plant.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/10/12. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:098-61215:098.

-9203260242 Forwards category B repts re util 710930 Itr on failure of two time delay
relays in isolation condenser circuit possibly resulting in uncontrolled blowdown if con-
denser in operation. No ACRS action appears warranted.

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/11/01.
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp.
61215:099-61215:100.

-9203260244 Forwards util 710930 Itr reporting failure of isolation condenser NZ01B to
isolate during surveillance testing of line break sensors on 710903.
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/10/22. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 2pp. 61215:101-61215:102.

-9203260250 Forwards 711105 Itr to util consisting of amend 3 & SE w/app A.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/11/16. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:103-61215:103.

-9203260252 Forwards util 711122 Itr requesting change to TS for license DPR-16 to
allow primary containment to be inerted to oxygen concentration less than 5% within
24 h after reactor mode switch placed in run mode.
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/11/23. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:104-61215:104.

-9203260255 Forwards 711122 Itr to util consisting of change 9 to OL DPR-16 for
plant.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/11/29. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 2pp. 61215:105-61215:106.

-9203260263 Forwards util 711207 telegram requesting that change be made to TS for
license DPR-16.
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/12/14. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:107-61215:107.

-9203260265 Forwards util 711213 Itr re check of MSIVs.per TS requirements.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/12/16. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:108-61215:108.

-9203260273 Forwards util 711215 Itr transmitting plant core spray sys water hammer
study rept dtd Dec 1971.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/12/21. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:109-61215:109.

-9203260275 Forwards 711214 Itr from util advising of failure of isolation condenser DC
motor operated condensate return valve V-14-35 at plant.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/12/20. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 3pp, 61215:110-61215:112.

-9203260277 Forwards util 711217 Itr reporting recent loss of plant air sys.
MORRIS.PA Atomic Energy Commission (Pre 750119). 71/12/28. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:113-61215:113.

-9203260279 Forwards 711229 Itr to util requesting addl info in order to complete
review of adequacy of flood protection at plant
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 72/01/04. BUSH.S.H. ACRS

- Advisory Committee on Reactor Safeguards. 1p. 61215:114-61215:114.

-9203260281 Forwards util 720105 Itr reporting incident that occurred on 711228 during
surveillance test of diesel generator LUnit tripped off-line as result of empty fuel oil
tank.

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/01/12. SIESS.C.P.
ACRS - Advisory Committee on Reactor Safeguards. 10pp. 61215:115-61215:124.valves at plant
